ADORATION  CHAPEL 
Located  behind  the  outdoor  altar,  at  the  National 
Shrine  of  Our  Lady  of  the  Snows  in  Belleville. 
Illinois,  is  this  magnificent  perpetual  adoration 
chapel.  Daily  Mass  is  held  at  the  chapel  to  ac- 
commodate the  hundreds  of  thousands  of  pil- 
grims who  visit  the  Shrine  throughout  the  year. 
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